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University Of Florida 
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3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation. or held for these purposes. Attach additional sheets if ) | 


FACILITY LOCATIONS { Sitse ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

I 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use m 
teaching, 
testing, 
expenments. 
research, or 

1 surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
expenments. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for vtfiich 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conduaed involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
produang pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

1 0 

i 

31 

103 

1 


134 

5. Cat* 

! 0 

1 

77 

332 


409 

0 Guinea Pigs 

1 0 

138 

130 

- 


268 

Hafns.efs j 





3. Rpbbits 

1 0 

19 

285 

28 

332 

3 Non«hurnan Primate ( 

\ 

) 





0. Sheep 

1 0 


102 


102 

1 . Pigs 

i 0 

16 

no 


126 

2. Other Farm Animals 

1 

i 




1 

1 

Goat 

0 


5 

10 

15 

3. Other Animals 





I 

1 

1 

oppossum 

0 

15 



15 

ferrets 

0 


24 


24 

gerbil 

0 

2 



2 


ASSURANCE STATEMENTS 


1 ) Professionally aoceptabie standards governing the care, treatment, and use of animals, indufing appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to. during, and fdltoMnng 
actual research, teaching, testing, surgery, or eayerimen te tion were followed by this research facility. 

2) Each principal investigator has considered altemetives to painful procedures. 

3) This fadlity is acfftering to the standards and regulationa urxJar the Act and it has requsad that axceptiorts to the standards and regulations be spedfied arxl explained by the prindpal 
investigator and approved by the institutional Animal Care ar)d Use Committee (lACUC). A sunwnafy of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC -approved exceptions, this summery indudes a bnef axpianation of the excaptio ns , as well as the spades and numPer of animals affaaed. 


4) The attending vetanrwian for this research faality has appropriate authority to eMisura the provision of adequate vetarirury care and to oversee the adequacy of other aspcwls of animal care and 
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OM0 NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 
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rACIUTV and USOa 

University of Florida 
PO Box 115500 
Gainesville, FL 32611 
Telephone: (352) 392-9271 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (ATfac/t sdiditional sheets tt necessary or use mrs form.) 


Animals Covered 
By The Animal 
Wellare Regulations 


12. Ar'OR 13. Other 
(Lst Dy species) 


Number ol 
animals being 
bred. 

conditioned, or 
held Jor use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use at pain* 
relieving drugs. 


Number ot animals upon 
which experiment s. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
arid for which appropriate 
anesthetic, analgesic, or 
tranquiluing drugs were 
used. 


Number ol animals upon wnich leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use ol appropriate 
anesthetic, analgesic, or trartquilizing drugs would 
have adversely atlected ihe procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or rests. (An exp^anahon oi 
/he procedures producing pern or dis/ress m thasm 
animals and /he reasons such drugs were not used 
must be ahached to this report). 


total no. 

OF ANIMALS 


(Cols. C 

D > E) 


deer mice 




I). Professionally acceptable standards governing the cate, treatment, and use at animals, including uppronaie use of anesthetic, analgesic, and tranquili^mg drugs, prior to. durintj. 
and folJowing actual research, reaching, testing, surgery, or eiipeftmentatioii w«re loitowed by this reseatch tacilily 

2L Each principal mvestigaior has considered allernaiives to painful procedures. 

3) . This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 

principal invesugator and approved by the liistitutiunal Animal Care and Use Commiitee (IaCUC). A summary of all such exceptions is attached to this annual report in 
addition to identifying the IACUC- approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spocies and number ol animals affected 

4) . The attending veterinarian for this research facility has appropriate authority to ensure Ihe provision ol adequate veterinary care and (o oversee the adequacy ol other aspects of 

animal care and use. 
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Spec2i Use: 


Column E Explanation 

This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 

1 . Registration Number: 


_of animals used in this study, 
of animals used in the study. 




4. Explain the orocedure producing pain and/or distress. 



5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 



I 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 


Agency. 


CFR 


Registration number - 58-R-0003, Customer number 859 
Species - Goat 
Item 4. 

Goat kids are screened by culture of the nasal passage and oral cavity to confirm their 
mycoplasma free status. Prior to infecting with Mycoplasma, body temperature, weight 
and condition scores are obtained and joints (carpal, tarsal, and stifle) are measured by 
calipers. A small sample of blood (< 3 ml) is drawn from the jugular vein for blood 
chemistry profiles, cell count, culture, and baseline serology. All animals receive a 
complete physical examination daily by a veterinarian. Daily parameters to be measured 
include temperature, pulse, respiration, auscultation of the chest, joint parameters, feed 
consumption (feed to be measured by animal resource technician), and observation of 
behavior. Animals will be observed an additional two times during the 24 hr period for 
problems. 

On Day 8, the goats (N=5 per group) are given (either willingly nursed from a bottle or 
syringe fed) 100 ml of sterile goat replacement milk containing 1X10^ CPU of 
Mycoplasma mycoides subsp. mycoides GM12 that has the active enzyme, a mutant of 
Mycoplasma mycoides subsp. mycoides GM12 that no longer makes the enzyme, and 
sterile milk with sterile growth media as a control. Oral ingestion is a more natural route 
of infection and less traumatic than intravenous or intraperitoneal routes. 


Item 5. 

Based on previous studies with the wild type in immunodeficient (colostrum deprived) 
newborn goat kids, the first evidence of clinical disease (pyrexia = fever) in our normal 
older goats might appear within 5 days of inoculation. Following infection, goats are 
monitored at a minimum of every 8 hrs for clinical signs of disease (pyrexia, abnormal 
respiration, signs of lameness or joint inflammation, lethargy). Daily physical exams 
including temperature, pulse, respiration, auscultation of the chest, joint examination, 
observation of behavior and feed consumption are conducted by a veterinarian. 

Once any clinical signs are noticed, including pyrexia, joint swelling, joint heat, 
inappetance, abnormal auscultation of chest, mycoplasmemia, or a positive nasal 
culture, monitoring will be increased to every 3 hours. If a deterioration in clinical signs is 
noted or expected, then the goat will be monitored every hour or continuously until a 
euthanasia criterion (Table 1) is met, which will be followed by immediate euthanasia. 
We will have a veterinarian in charge of the study. We have obtained assistance from a 
minimum of three additional veterinarians not directly associated with the study but who 
have expertise in large animal medicine. Any animal that these veterinarians deem 
needs euthanasia will be immediately given an overdose of barbiturates, regardless of 
whether the criteria for euthanasia have been met. 

Table 1. Euthanasia criteria of infected goats. 

Clinical parameter 


criterion 


Pyrexia (N = 101.5 - 104 °F) 
Respiration (N = 20 - 40/min) 
excited) 

Lameness 

drink 

Depression or lethargy 

Mycoplasmemia 

Suffering 


If greater than or equal to 106 for 3 hours 
Any dyspnea with tachypnea > 1 20 (non- 

If precludes normal movement to eat or 

If precludes normal drinking or eating 
If 1 0^ CFU/ml 

Deemed suffering by study veterinarians 


N = normal; min = minute; CFU/mL = colony forming units per milliliter. 

At day 10 PI, all kids will be euthanized by an IV overdose of barbiturates and complete 
necropsies will be performed. 


Unfortunately, a major component of the natural disease is the host immune response. 
Analgesics and anti-inflammatory agents would actually interfere in the natural 
progression of the disease (arthritis and pneumonia) and mask the development of 
clinical lesions so that we could not adequately evaluate the effect of infection. However, 
we do not wish to prolong discomfort; therefore we have shortened the length of 
exposure to 10 days rather than the more common 14-21 day experiments previously 
described for experimental infections with this bacteria in immunodeficient (colostrum 
deprived) newborn goat kids. We have based this shorter study on published reports that 
showed joint changes after 7 days. It is important to note that previous experiments with 
this bacteria were in immunodeficient (colostrum deprived) newborn goat kids. We do 
not expect the severity of clinical signs in our study using normal older goat kids to 
progress at the same rate as previous studies using immunodeficient newborn goat kids. 
Note that this is not a duplication of previous experiments since we are testing the role of 
the protease enzyme in the disease and we are using normal older goat kids. 



Column E Explanation 

This form is intended as an aid to completing the Column E atplanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinar/ care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists 


1 . Registration Number_ 


2. Number 




.of animals used in this study. 


3. Species (common name) 


^C< ' of ani 


animals used in the study. 


4. Explain the orocedure producing pain and/or distress. 



5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For .'federally mandated testing, 
see Item 6 below) 



6. What, if any. federal regulations require this procedure? Cite the agenc/, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g.. APHIS. 9 CFR 1 13.102): 


Agency 


CFR 


Registration number -58-R-0003, Customer number 859 
Species - Rabbits 
Item 4. 

Rabbits are infected with poxviruses in which a specific protein (thought to 
interact with the immune system of the animal) has been deleted. 
Differences in the course of the infections gives insight into the function of 
the viral protein. New Zealand White rabbits are infected by injection of 
virus into the skin. This procedure is noninvasive and causes no more 
discomfort than taking a venous blood sample. A blood sample will also be 
taken at this time. The rabbits will be closely observed throughout the 
experiment. 


Item 5. 

Rabbits: Intradermal administration of the virus will produce both a primary 
lesion at the site of administration, as well as systemic disease. The skin 
lesions are not treated. Death from the viral infection is usually a direct 
result of respiratory failure, and occurs between days 8 and 14. The 
animals are monitored daily for the first eight days, and body weights are 
measured. After the first eight days, the animals are monitored three times 
between the hours of 8 am and 8 pm and once at night (approximately 
every 6 hours) up to day 14. Animals are euthanized when evidence of 
respiratory distress is present. Respiratory and heart rate are evaluated by 
the veterinarian. A physical eAsm (including core temperature, and 
examination of all major organ systems) is performed daily, and the size of 
the primary lesions are measured. If any animal has frank lung sounds, a 
markedly reduced respiratory rate, or if open mouth breathing is present, the 
animal is euthanized. 

Analgesics are not indicated : i these studies because of their affects on the 
inflammatory and immune re^ .onses being evaluated. Analgesic agents 
can significantly alter inflamrr.c'.'.ory processes. Since we measure 
chemokine and cytokine levei^. we cannot alter inflammatory processes in 
these animals. 


Reporting FaciKty 


University of Florida 
PO Box 100006 
Campus 

Gainesville, FL 32610 
(352) 392-2978 

1. Health Sciences Center (Communicore Bldg, Shands, Medical Sciences 
Center, Academic Research Bldg) - Animal Care Services 

2. 34^** Street Farm - Animal Care Services 

3. Animal Research Facility (ARF) on Mowrey Road Anim al Care Services 

4. Brain Institute - Animal Care Services 

5. College of Veterinary Medicine — Metabolic Building 

6. College of Liberal Arts & Sciences - Psychology Building 

7. Whitney Marina Lab, St. Augustine, FL 

8. University of Florida, Bldg. 628, Physiology Bam 

9. University of Florida, Surgery Suite, Bldg. 459, rooms 137 and 137 A-C. 


This ?purt IS r'-iuired by law (7 DSC 2143). Failure Jo report according lo the regulations 
can 


See attached form for 
additional information 


Interagency Report Control No. 
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1. CERTIFICATE NUMBER: 58-R-0007 

CUSTOMER NUMBER: 872 

FORM APPROVED 

0MB NO. 0579-0036 

University Of Miami 

University Of Miami School Of Medicine 
P.O. Box 016960 

Miami, FL 33101 

i 

Vj 

2 6 m2 


3 , pgPOf^jtNG FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional 

sheets if necessarv or use APHIS Form 7023A ) 

1 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

12 


32 


32 

5. Cats 

14 

2 

6 


8 

6. Guinea Pigs 




44 

44 

7. Hamsters 


10 


2 

12 

8. Rabbits 

42 

2S _ 

217 

54 

296 

9. Non-human Primate 

159 

20 

5 


25 

— , — , 

10. Sheep 




! 


11. Pigs 

20 

3 

fi49 


845 

12. Other Farm Animals 






Goats 



25 

■ 

25 

13. Other Animals 






Wild Lizards 


77 



77 

Wild Birds 


55 

63 



vVild Fish 


3,391 

16 

48 

3,455 

1 


ASSURANCE STATEMENTS 

1 ) Profetsiorwlly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to. during, and following 
actual rasearch, teaching, tasting, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painfuJ procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and txplainad by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-appfOved exceptions, this summary inciudas a briaf explanation of the exceptions, as wall as tha spactas arxj numbar of animals affactad. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
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ATTACHMENT 1 - Facility Locations 


University of Miami animal housing facilities: 

Contact person for all facilities: 

Rosentstiel Medical Science Building 
1600 NW 10 Avenue 
Miami, FI 33136 

R. Bunn Gautier Building 
101 1 NW 15 Street 
Miami, FL 33136 

Diabetes Research Institute 
1450 NW 10 Avenue 
Miami, FL 33136 

Parkinson Foundation Building 

1501 NW 9 Avenue 
Miami, FL 33136 

Bascom Palmer Eye Institute 
900 NW 17 Street 
Miami, FL 33136 

Rosenstiel School of Marine & Atmospheric Science 
4600 Rickenbacker Causeway 
Key Biscayne, FL 33149-1098 

South Campus 
12500 SW 152 ST 
Miami, FL 33177 

Perrine Primate Center 
15657 SW 127 Avenue 
Perrine, FL 33177 

Behavioral Medicine Research Building 
Department of Psychology 
1251 Stanford Drive 
Coral Gables, FL 33146 

Cox Science Bldg. (182) 

1301 Memorial Drive 
Coral Gables, FL 33124 

Lois Pope Life Center (LPLC) 

1095 NW 14th Terrace 
Miami. FL 33136 

Batchelor Children’s Research Institute 
1580 NW 10 Avenue 
Miami, FL 33136 


ATTACHMENT 2 

PROTOCOLS REQUIRING SPECIAL EXEMPTION FROM RECOMMENDED POLICIES OR 

GUIDELINES 

lACUC reviewed, discussed and approved the following exemptions from USDA 

Policy. 

1. Protocol 98-037 - Exemption granted for extended restraint and for housing in 
Plexiglas enclosures to deliver extended periods of hyperemia to piglets. 

2. Protocol 99-144, 99-145 - Granted an exemption for not using analgesia in 
Guinea Pigs exposed to 109db noise. Also granted exemption for prolonged 
restraint of conscious animals. 

3. Protocol 00-020 - Granted an exemption for not using analgesia in Rabbits for 
antibody production with Freund’s adjuvant. 

4. Protocol 98-135 - Granted exemption for not pair housing NHP with HIV, due to 
safety precautions for DVR personnel. 

5. Protocol #00-173 - Exemption granted for Multiple Survival Surgery and for 
unrelieved social stress. 

6. Protocol #01-078 - Granted an exemption for not using analgesia in Hamsters and 
Rabbits for antibody production with Freund’s adjuvant. The ACUC reviewed, 
discussed and approved the following exemptions from USDA Policy. 

7. Protocol #01-073 - Exemption granted for NHP for IV injection and subsequent 
hydration for 2-12 hours. Animals are observed continuously and provided 
additional environmental enrichment while restrained. 

8. On 5-2-02 the LACUC approved a housing exemption to permit the occasional 
housing of dogs and pigs in the same kennel facilities at the South Campus site. 
The issues were discussed at length with the veterinarian at the South Campus 
facilities and the lACUC was satisfied that the housing arrangement proposed no 
threat of undo stress or distress to either the pigs or the dogs. Thus the exemption 
from the Guide was granted. 

9. Protocol #02-100 - Exemption granted for rabbit restraint for venapuncture for 5 
minutes. Animals are observed continuously while restrained. 

10. Protocol #02-120 - Exemption granted for rabbit restraint in Plexiglas enclosures 
for 1 hour daily. Animals are observed continuously while restrained. 


1 1 . Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving a PIG model of skin injury. 

99-138: ENTITLED: Evaluation and comparison of two chemical peels in a porcine 
model 

00-028: ENTITLED: Pressure induce alopecia in a swine model 

00- 161 : ENTITLED: Laser resurfacing: Study to examine the effect of different test 
agents on laser resurfacing healing 

01- 01 1 -ENTITLED: To examine the effect of various topical agents on incisional 


wounds in a porcine model 

01-012: ENTITLED: A wound healing model to examine the effect of various agents on 
skin graft take and wound healing 

01-102: ENTITLED: An animal model to examine the effect of various topical agents, 
dressings 

01-102resub01: ENTITLED: Study to examine the effect of a mist ultra-sound device on 
second-degree bum wound healing 

01-102resub02-03 ENTITLED: An animal model to examine the effects of various 
topical agents, dressing and/or devices on second degree bum wound healing 

01-102resub04: ENTITLED: To determine the effect of liposome-encapsulated 
minoxidil on healing (epithelization) of non-debrided second-degree bum wounds in vivo 

01-102resub05: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on second degree bum wound healing 

01-102resub06: ENTITLED: An Animal Model to Examine the Effect of Various 
Topical Agents, Dressings and/or Devices on Second-degree Bum Wound Healing 

01-102resub07: ENTITLED: An Animal Model to Examine the Effects of Various 
Topical Agents, Dressings and/or Devices on Second-Degree Bum Wound Healing 

01-103: ENTITLED: An animal model to examine the effect of various topical agents, 
dressing 

01-103resub01, 01-103resub03: ENTITLED: The effect of topical estrogen on partial 
thickness wounds 

01-103resub02: ENTITLED; The effects of topical growth factors on partial thickness 
wounds 

01-103resub04: ENTITLED: Study the effect of a new liquid dressing on partial 
thickness wounds 

01-103resub05: ENTITLED; Study of the effect of Lipomoist, QIO and Duoderm on 
Partial Thickness Wound Healing 

01-103resub06: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on partial thickness wound healing 

01-103resub07: ENTITLED: An Animal Model to examine the effects of various 
topical agents, dressing and/or devices on partial thickness wound healing 

01-103resub08: ENTITLED: An Animal Model to Examine the Effects of Various 
Topical Agents, Dressings and/or Devices on Partial Thickness Wound Infections 

01-103resub09: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on partial thickness wound healing 

01-114: ENTITLED: An animal model to examine debrided second-degree bum wound 
healing 

01-115: ENTITLED: An animal model for the study of deep partial thickness wound 
healing 

01-116: ENTITLED: An animal model to examine the effect of various topical agents, 
dressing, and/or devices on full thickness wound healing 


01-124: ENTITLED: An animal model to study various topical agents, dressings and/or 
devices on partial thickness wound infections 

0 1 - 1 24resub0 1 : ENTITLED: Study the effect of a mist ultrasound device on the 
proliferation of methicillin resistant staphylococcus aureus (MRSA) in partial thickness 
01-124resub02, 01-124resub03: ENTITLED: Effect of phage on staphylococcus growth 
in partial thickness wounds 

01-124resub04: ENTITLED: The effect of Triclosan on infected partial thickness 
wounds 

0I-124resub05: ENTITLED: An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

0l-124resub06: ENTITLED: An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

01-124resub07-: ENTITLED; An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

01-124resub08: ENTITLED: The Effect of Lactobacillus Strains on Skin Wounds 
01-124resub09; ENTITLED: Evaluation of a Topical Agent on Methicillin Resistant 
Staphylococcus Aureus (MRSA) Proliferation in Partial Thickness Wounds 
01-124resubl0: ENTITLED: An Animal Model to Study Various Topical Agents, 
Dressings and/or Devices on Partial Thickness Wound Infections 
01-124resubl 1 : ENTITLED: To Study the Effect of Bactroban Cream vs Bactroban 
Ointment on Partial Thickness Wound Infections 

01-124resubl2, 01-124resubl3, 01-124resubl4, 01-124resubl5: ENTITLED: An 
Animal Model to Study Various Topical Agents, Dressings and/or Devices on Partial 
Thickness Wound Infections 

01-127: ENTITLED; The examination of a liquid bandage on acute partial thickness 
wounds: A durability study 

01-153: ENTITLED: To Determine the effect of two different doses of a wound-healing 
agent on full thickness wound healing in a porcine model. 

01-194: ENTITLED: Use of surgicel for adhesion prevention in spinal cord surgery 

01- 213: ENTITLED: Photosensitive PEG-heparin Hydrogels in Wound Healing 

02- 001: ENTITLED: A New Model of Pediatric Stroke in Infant Piglets 

02-084: ENTITLED: Fluid Resuscitation From Traumatic Brain Injury + Hemorrhagic 
Shock 

02-131 : ENTITLED: To Determine the Effect of a Liquid Occlusive Dressing (LOD) on 
Skin Tears in a Porcine Model 

02-170: ENTITLED: Development of a lymphedema- Wound Healing Model in Pigs 

02-174: ENTITLED: Reconstructing full thickness wounds in a pig by delayed skin 
grafting versus immediate allogeneic acellular dermis with split thickness skin graft. 


12. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving Canine models 

00- 062; ENTITLED: Genetic Engineering of Vascular Graft 

01- 055: ENTITLED: Canine Carotid aneurysm model 

01- 1 10: ENTITLED: Studies of the Graft promoting, tolerogenic potential of donor cells 
and/or antigens administered in conjunction with novel immunomodulatory drugs in a 
canine islet transplant model: Effect of transplant site, donor cell composition, and 
timing... 

02- 089: ENTITLED: A novel Artificial Spinchter for the Control of Urinary 
Incontinence 

13. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving Non Human Primate models 

99-116: ENTITLED: Development and Use of VSV as an Anti-HIV Therapeutic 

01-061 : ENTITLED: Transplantation of porcine transgenic OEG after primate spinal 
cord injury 

01-173: ENTITLED: Multifaceted approaches to the induction of tolerance to allogeneic 
and xenogeneic pancreatic islets in non-human primates: Incorporation of novel 
immunointervention agents, administration of donor antigen and encapsulation 
technology 

14. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the LACUC for the following protocols 
involving Rabbit models 

00-127: ENTITLED: Ex-Vivo expansion of limbal epithelial stem cells on amniotic 
membrane 

00- 173: ENTITLED; Biobehavioral Base of CHD Risk and Management (Program 
Project) Project 3: Environment, CNS and Atherosclerosis 

01- 135; ENTITLED; Investigation on Safety of Secondary Stainless Steel Posting in an 
Integrated Porous Implant for Orbital Reconstruction Post Enucleation Surgery 

01- 194: ENTITLED: Use of surgical for adhesion prevention in spinal cord surgery 

02- 065: ENTITLED: Ex- vivo Expansion of Rabbit Retinal Pigment Epithelial Cells on 
Rabbit Amniotic Membranes for Autologous Re-Transplantation onto Denuded Bruch's 
Membrane 

02-1 16; ENTITLED: Flow Divertors to Cure Cerebral Aneurysms 

02-150: ENTITLED: Preliminary Investigations of Platelet Therapies for the Treatment 
of Aneurysms 


15. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving cat models 

01- 064: ENTITLED: Enhancement of locomotor function with transplantation of 
monoaminergic cells 

02- 134 ENTITLED: Laser trabeculoplasty using Titanium Sapphire and Alexandrite vs 
Argon lasers 

1 6. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving guinea pig models 

02-061 : ENTITLED: Gene Transfer of the Putative Cochlear Amplifier Protein - Prestin 


Optional Column E Explanation Form 


This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number; 5R-R-00Q7 

2. Number of animals used in this study . 15 

3. Species (common name) of animals used in this study . guinea pigs 

4. Explain the procedure producing pain and/or distress. 

MOLECULAR BIOLOGY OF COCHLEAR EFFERENT RECEPTORS. Animals will 
likely have some distress associated with a period of 1 hr of restraint q 4 days for up to 
28 days. 

5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 
testing, see question 6 below) 

It is necessary to restrain the animals during measurement of Distortion Product 
otoaccoust emissions (DPOAE). 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102); none. 

Agency CFR 


Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number; 58-R-0fl(n — — 

2. Number of animals used in this study . 29 

3. Species (common name) of animals used in this study . guinea pigs 

4. Explain the procedure producing pain and/or distress. 

Animals are subjected to noise levels that will damage the hair cells in the ear. 
Exposures will be for 6hrs/day for 10 days . The intensity is 85dB. It is postulated that 
this will provide a conditioning stimuli. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 
testing, see question 6 below) 

Withholding pain/distress relief is justified during the exposure to noise as analgesics 
and anesthetics may alter blood flow to the cochlea and thus create an artifact in the 

data. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): none. 


Agency 


CFR 


Optional Column E Explanation Form 


J J oiri tn comoleting the Column E explanation. It is not an 

rs t:: “vo>u„... Ja^es 


1. 

2 . 



3. 


no pain 


Registration Number:_58=R=! 

Number of animals used in this study. 

Species (common name) of animals used in this study. Ha^ 

4. Explain the procedure producing pain and/or distress. 

PMn of polyclonal anHMUs using Freunds Complete Adjueanl- 
relief . 

5. Provide scientiftc i-" 

d“reUeTwo«ld interfere with test results. (For Federally mandated 

d"“s«rXr;:d m „ j.m.e the immune response to the new 
antigen. 

6. What, if any, feder^ Utrnumber'’and thTs^^^^ sectiol 

the Code of Federal Regulations (CFR) title numner a 

lumber (e.g., APHIS, 9 CFR 113.102): none. 


Agency 



Optional Column E Explanation Form 

official fo™ ^ ^ „i,ed as part of an explanation. A Co umn E 

!”L"l:!‘r.eti":n so as^ be understood by lay persons as well as sciengt. 


1. Registration Number: 



Number of animals used in this study 


Species (common name) ^bits (WHHU of animals used in this study. 


2 . 

3, 

4. Explain the procedure producing pain and/or distress 
anse socta. t.teracHo„ hePreen 

/„ .Hese animats y^hich are ge«e«cn«^ sascepMe to hear, ^ ^ 

dtrss reHef would interfere with test results. (For Federally mandated 

testing, see question 6 below) 

The aim of. he stuUy is ,o inresH,a.e " cr*^^ 

iisease in a population wUh high suscepnith^. The m^eUo cr^ ^ 

heneeen .he rahhits. The^of segan^ ^J ^ZZ^Zisln^y .he lACVC ang 
protocol was approvoed as a D category study. 

f. What if any federal regulations require this procedure? 

he ConVeder^al (CFR) title number and the specific section 

number (e.g., APHIS, 9 CFR 113.102): none. 


Agency 


Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number:. 58-R-0007 — — 

2. Number of animals used in this study . 48 

3. Species (common name) of animals used in this study . wild fish 

4. Explain the procedure producing pain and/or distress. 

Animals will be exposed to toxins from Pfiesteria and the kill measured. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 

testing, see question 6 below) 

The bioassay is the only method available to measure piscicidal levels of toxins in 
marine fish. No invitro assay is available. Part of the project is directed to develop 

an invitro alternative. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APfflS, 9 CFR 113.102): none. 


Agency 


CFR 


can 


acciticnal mforrr'aticn 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0015 
CUSTOMER NUMBER: 930 


University Of South Florida 
12901 Bruce B. Downs Blvd. 
Mdc 20 

Tampa, FL 33612 
Telephone: (813) -974-3843 


FORM APPROVED 
0MB NO. 0579-003f 


K 


3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or expenmentation. or held for these purposes. Attach additional sheets if necessary ) 


FACiirrY LOCATIONS { Sites ) - Sec Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheots If neceasarv or use APHIS Form 7023A \ 


X 




B. Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon Mhich teaching. 


animals being . 

animals upon 

upon which 

expenments. research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropnate 

By The Animal 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

Welfare Regulations 

teaching, ' 

tests were 

involving 

have adversely affected the procedures, results, or 


testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, expenments, 


experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 


research, or 

pain, distress, or 

and for which 

produong pain or distress in these animals and the 


surgery but not ye 

use of pain- 

relieving drugs. 

— , — , — 

appropnate anesthetic, a 

reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farni Animals 


1 ) Professionally accaptaPie standards govamir>g the care, treatment, and use of animals, indudtng appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each princtpal investigator has considered altematives to painful procedures. 

3) This facility is adharing to the standards and regulations under the Act, and it has required that axeeptions to tha standards and ragulations be specified and explainad by tha principal 
investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary indudee a brief explanation of the exceptions, as well as the speaee erxj number of animals affected. 

4) The atterxiing veterinarim for this resesrch facility has appropriste authority to ensure the provision of adequate veterinary care and to oversee the adequacy of othar aspects of ansnal care and 


CERTlFICATiON BY HEADQUARTERS RESEARCH FACILFTY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 



DATE SIGNED 


APHIS FOl 
(AUG 


IT 88). which IS obsolete. 



































Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 58-R-0015 

2. Number t animals used in this study. 


3. Species (common name) Rabbits of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Local inflammation that may develop in rabbits administered emulsions 
containing Complete Freund's Adjuvant is not always reliably anticipated. 
Six rabbits used in antisera production developed focal subcutaneous 
granuloma. These lesions were not recorded in medical logs, and logs 
did not indicate that treatment had been instituted in a timely manner. 
Consequently, these animals may have experienced some discomfort and are 
therefore, reported herein. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 


The institution has implemented new procedures to ensure adequate lesion 
monitoring and reporting methods whenever rabbits are used for polyclonal 
antibody production. 


•6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 

Agency __CFR_ 


s repod :S required by taw (7 USC 21*13). Failure lo report according to the ’Regulations can 
result ’h an order to cease and desist and to be sub|ect to penalties as provided tor in Section 2150. 


See reverse side ?or 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

58-F0009 


CUSTOMER NO. 

966 


Interagency Report Control No 
OiaO-OOA’AN 


FORM APPROVED 
0MB NO. 0579-0036 


2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LIFE SCIENCES SUPPORT FACILITY 
MAIL CODE BIO-3 • HANGAR L 
CAPE CANAVERAL AIR FORCE STATION 
KENNEDY SPACE CENTER. FL 32899 



3. REPORTING FACILRY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY tOCAl}QHS(sHes) 


LIFE SCIENCES SUPPORT FACILITY 
KENNEDY SPACE CENTER. FL 32899 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
exp argents, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols, C ^ 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and trwquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spectfied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summery o# eO the exeepllone is etisehed to this snnusi report In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as weU as the spedes and number of animals affected. 

4 ) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspeds of animal care and use. 


CERTIRCAT10N BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 1 NAME & TITLE OF C.E,0. OR INSTITUTIONAL OFFICIAL (Type or Print) OATJ 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


11/12/2002 


PART 1 - HEADQUARTERS 
















This report is required by law (7 USC 2143) .'aiiure to report according to the regulations NOV 2 9 2m 


See attached form for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER; 58-R-0001 
CUSTOMER NUMBER: 873 


Florida State University 
Florida State University 
Laboratory Animal Rs. 101 Brf 
Tallahassee. FL 32306 

Telephone: (904) -644-4262 


Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 . ^ 


r \ 


Vj 


3. REPORTING FACIUTY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets If necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or - 
held for use in 
teaching, 
testing, 
expenmen ts, 
research, or 
surgery but not ye 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


Number of aninnals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
produong pain or distress In these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dcgs 


S. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rab 


9, Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Meadcw Voles 


Prarie Voles 


84 


386 


285 

40 

712 

774 


325 


U486 




ASSURANCE STATEMENTS 


1) Profeswonaliy aocapMble staridards governing the c^, treatment, and use of anmals, including appropriate use of anestotic, analgesic, and tranquilizing i^ugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prindpei investigator has considored alternatives to painful procedures. 

3) This facility is adhering to the standards and regulationa under the Act, and it has required that exceptioru to the starxlards and regutatiora ba specified arfo explained by the principal 
investig^or end approved by the In^itutionai Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-epproved exoaptioru. this summary indudes a brief explanation of the exceptions, as well as the spades ertd number of arwnaJs affected. 

4) The attending veterinarian for this rasaarch fadlity has appropriata authority to ensure the provision of adequate veterinary care and to oversea the adequacy of other aspects of animal care arvJ 


cirswATi IOC nc r c r\ no iwcrm ititikiai ncctriAi 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidai ) 


I NAMP A Tm P np G F n HR INSTITUTinNAI nFFlTlAl ! Tvnm nr Print 


DATE SIGNED 

1/26/02 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete. 







































' J ■ *' 

1 ; 

This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 

■ See attached form for 

additional information 

Interagency Report Control 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-0005 

CUSTOMER NUMBER: 871 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Mount Sinai Medical Center 

Mount Sinai Medical Center 

4300 Alton Rd. 

Miami Beach, FL 33140 

Telephone: (305) -674-2790 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


JjREP^^^NJ^LTuSE^Y^^UNDE^Q^RoToFRES^RC^AcIu^^Atoc^dditionaUheetejf^rassa^^s^PHl^or^MS^ 


A 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, leaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teadiing. research, expenments. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

-0- 

-0- 

—0— 

— 0-~ 

-0- 

5. Cats 

— 0— 

-0- 

—0— 

-0- 

-0- 

6. Guinea Pigs 

-0- 

-0- 

-0- 

—0* 

-0- 

7. Hamsters 

— 0— 

—0“*" 

-0- 

— 

~0“ 

8. Ratjits 

-0- 

— O— 

14 

-0- 

14 

9. Non-human Primate 

”0“ 


— Q— 

-0- 

-0- 

10. Sheep 

2 

-0- 

64 

-0- 

64 

11. Pigs 

13 

-0- 

121 

-0- 

121 

12. Other Farm Animals 






Goats 

-0- 


2 

—0“" 

2 

13. Other Animals 






Mice 

-0- 

ob 


-0- 

28 
















1 ) Professionally acceptable staridards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testify, surgery, or experimentation wore followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has raquirad that exceptions to the standards arvj regulations be spacifiad and axplainad by the principal 
investigator and approved by the institutiorwl Anim^ Caro and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attarxling veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care »id 



( AUG 91 ) 






































































This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subiect to penalties as provided for in Section 2150 


See reverse side for 
additional mfomiation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

58-R-0012 


CUSTOMER NO. 

874 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Addreas. as registered with USDA, 
include Zip Code) 

FLORIDA A&M UNIVERSITY 
COLLEGE OF PHARMACY 
201 DYSON PHARMACY BLDG 
TALLAHASSEE, FL 32307-3800 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACIUTY LOCATIONSl'Sifes; 


FLORIDA A&M UNIVERSITY 
TALLAHASSEE, FL 32307-3800 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM T023A } 

A. 

Animals Covered 

By The Animat 

Welfare Regulations 

8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or ^ 

distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

Number of animals upon which teaching, 
experiments, reseatlh, surgery or tests were 
conducted involving acoxnpanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or banquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasws such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
D-oE) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



1 3. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the cxe, treating and use of animals, including appropriate use of anesthetic, analgesic, and traxiuiiizing t^ugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procadures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
phr)dpal investigator and approved by the InstiUitional Animal Care and Use Committee (lACUC). A sumnutfy of alt the exceptions is attachsd to this »inual rsport In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as weli as the species and rumber of animats affected. 

4) The atter^jing veterinarian for this research facility has appropriate authority to ensure the provision dt adequate vetennary cars ar^ to oversee the adequacy of otfier 
aspects of animal care and usa. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATI 


DATE SIGNED 
11 / 20/2002 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which Is obsolete 


PART 1 - HEADQUARTERS 






















T-* s s required by law (7 USC 21-13) Failure to recort according lo the regulations f) P ^ See attached form for 

UU* -- additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0016 
CUSTOMER NUMBER: 875 


University Of Central Florida 
4000 Central Florida Blvd. 
Ste, 423 

Orlando, FL 32816 
Telephone: (407) -823-3778 


Interagency Repcr! Control No.: 


FORM APPROVED 
OM0 NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILnfY LOCATIONS ( Sites ) • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAClLnTY I Attach additional sheets if necessary or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Numper of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expenmen ts. 
research, or 
surgery but not y€ 


Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non^buman Primate 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 



10 

0 

• 

0 

lo' 



13. Other Animals 


Peromyscus 


Beach Mice 


ASSURANCE STATEMENTS 


1) Professioh^ty acceptable standards governing the care, treatmartt, vid use of animals, including appropriate use of anastetic, analgesic, and tranquilizing daigs, prior to, during, and following 

nammth, teaching, testing, surgery, or axperimentation were followed by this research fediity. 

2) Each principal investigator has considered alternatives to painM procedures. 

3) This facility is ac^ering to the standards and regulattons under the Act. and it has required that exceptions to the standards and regulations be specified and explained by die principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 

lACUC-appfoved exceptions, this summary includes a brief explanation of the exceptions, as well as tha species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FAClirTY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

10 / 14 / 






















This report is required by iaw {7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


OCT 0 7 2002 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0020 
CUSTOMER NUMBER: 8216 


Florida Institute Of Technology 
150 W. University Blvd. 
Melbourne, FL 32901 


Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 

K 


Telephone: ?S®?C5SlffiSQSSX (321) 674-8960 


3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


F.W. Olin Life Sciences Bldg. FACiUTYLOCATiONScsRa*) . seeAtachedusung Biowest FL 32901 

ournel FL 3290± 3325 W.NewHaven Ave., Melbourne, 








REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 


Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dojgs. 


Number of animals 
upon which 
expenments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 


E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving sccomponying pain or distrccs 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 



1) Professiortaily accaptabia standards governing the care, traatmant, and use of animals, including appropriate use of atf^astatic, analgesic, arxl tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, stirgary, or axpahmantation ware followad by this research facility. 

2) Each phndpai investigator has considarad altamativaa to painful procedures. 

3) This faculty is adhering to the standards and regulations urtdar the Act, and it has required that exceptions to the standards and regulations be spadfiad and explained by the principal 
investigator arxj approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this anruiai report In addition to identifying the 
lACUC-approved exceptions, this summary inctudas a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has ap^x^priate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


DATE SIGNED 


10 / 1/02 























DcC-10-2002 15=47 


USDP APHIS AC 


919 71S 5S9S 

addifional Jnfomiallon 


P . 02/02 y 

' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 58-R-Q021 

CUSTOMER NUMBER: 868 

FORM APPROVED 

QMB NO. 057S-CC38 

The Mannheimer Foundation, Inc. 

20255 Sw 360 St. 

Homestead, FL 33034 

Telephone: (305) -245-1551 

1 

I 1 



X REPOPnriNC rACIUTY ( Usl ail locations wlwe ^imois Nvers housed or usad In actuai resaaroh, tesUng. or onpafimentaUen, or hetd for these purposes. ARach additional sheas If necessary } 


FACILITY LOCATIONS ( Sties } • See Atached Lislirig 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY / Attach addlilGnal shesta If necesaarv or use APHIS Form 7Q23A \ 



Animals Cowered 
By The Animal 
Walfare FUguUtlont 


Number of 
animals Oeing 
bred. 

eandltlonod, or 
held for use In 
teaching, 
tailing, 
expenments, 
reseam or 
surgery but not yi 


Number of 
animals upon 
which teaching, 
neaaarch. 
expartments, or 
tests were 
conducted 
Invdytng no 
pain, dtstress, or 
USB of pain> 
relieving dargs. 


Dr Nurrder of animala 
upon which 
experiments, leaching, 
rasefireh, surgery, or 
tests were conducted 
involving 

accomparrying pain or 
distress to the animats 
and for which 
apprcprtata artestheiic, a 


£. Number of anlmaJs upw which teaching, 
experiments, research, surgoty or tests were 
ccnduded involving accompanying pain or distress 
to the animals and for which (he use of appropriate 
anesthetic, snoigesic, or tianquillcing dmgs would 
have advanaeiy affected the procedures, results, or 
toterprstatlon of the teaching, research, expenments, 
Burgary. or tests. ( An explanation of the procedurss 
producing pain or dtotraas In these animala and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Doga 


5. Cats 


a. GuinaaRgs 


7, Hamstsra 


S. Rabbits 


9. Non-human Piimato 


10. Shaep 


11. Riga 


2. Othar Fann Animala 


\5SURANCS STATEMENTS 


1) Prpfeesionatly acoeptablB ■tandardi gevemtng the cam, (reetment and use of animals, induding apprepnate use of snestetic, analgesic, end tranqoOizina drugs, prior to, dtstng, and following 
actual rtseor^ taaching. laatlng, sugary, or axpedmantalion wore foltowad by this rmsaareh fadiity. 

2 } Each principal Invaaligetpr has oonaidved Bftafnafivet to palnlU prcoadunaa. 

3) Thia ead% is adhering to the standards a«to regulsticna under the Act, and It has raqutred that sxosptions to the slenderda and reguiationa ba Bpeeifled and axpia^td by the pdndpai 
mveBtigator and approved by the fntiitotianal Animal Care and Use CommfOae (lACUC). A summary of all such axcapiiona la attachod to this anmal raeoiL bi addition to I de nt i fyinq tha 
lACUC-apprsvad a xcep ti on a, this summary tndudaa a brief axplanatior) of tha axeaptiona. as wait as tha spades and number of animala affected. 

4} The attmdlng veterinarian for this reaaefch fedllty has appropriate authority to ansure tha provision of sdaquala viMnary cans end to ovaraee the adequacy ef other aapects of animal cars and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief ExscutlvQ Offlcor or Legally Rasponalbie Institutional Omctaf } 



i/^MAin Ae* ^ ^ ^ AON 


I DATE SIGNED 


'll;! ruKM /DZ3 
( AUG 91 ) 


(Keptaces porm 16-23 (OOT S8), which >B Obsdota. 


TOTAL P.02 

















This reporl is required by law (7 USC 2M3) Failure lo report according lo Ihe refjulations can 
resul? in an order lo cease arid desisl and lo be sub|ect lo penalties as provided lor m Section 21 


See reverse side lor 
additional information. 



UNITED STATES DEPARTMENT OF AGRICULTURE 
MAL AND PLANT HEALTH INSPECTION SERVICE 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 

.11 


V 2 0 2002 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 


Interagency Reporl Conirul Nu 
0180-OOA-AN 


FORM APPROVED \ 
0M8 NO 0579-0036 


2. HEAOQUAR co c « 
include Zio i ^o~^^023, Gust fd qi4 




With USDA 


ST. PETERSBURG JUNIOR COLLEGE 
7200 66TH ST NORTH 
PfNELUS PARK. FL 33781 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lesiing, teaching, or experimenlation. or held tor these purposes. Mnach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 



7200 

66th 

St N, Pinellas Park 

FL 33781 

12611 

86th 

Ave N, Seminole FL 

33776 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditionat sheets if necessary or use APHIS fOPM 7023A) ' 


A. 

B. Number ol 

C Number ol 


animals being 

animals upon 

Animals Covered 

bred. 

which leaching. 

By The Animal 

conditioned, or 

research. 

Welfare Regulations 

held tor use in 

experiments, or 


leaching, lesiing. 

tests were 


experiments. 

conducted 


research, or 

involving no 


surgery bul not 

pain, distress, or 


yet used lor such 

use ol pain* 


purposes. 

relieving drugs. 


Number ul animals upon 
which eMperiinenis. 
teaching, research, 
surgery, or tests were 
conducted invulving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthelic. analgesic, or 
Iranquilizing drugs were 
used 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and lor which Ihe use ol appropriate 
anesthelic, analgesic, or tranquili^ing drugs would 
have adversely altected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasohs such drugs were not used 
must be attached to this reporl). 


TOTAL NO. 
OF ANtMALs 


(Cols. C + 
D E) 




% 

5. 

Cats 

6. 

Guinea Piqs 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-human Primates 


45 


26 


6 


10. Shee 


11. Pi 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing Ihe care, treatment, and use ol animats, including approriale use ol anesthelic, analgesic, and tranquili.ring c^rugs. prior lo. during, 
and loltowing actual research, leaching, testing, surgery, or experimentation were tnliowed by this research lacility. 

2) . Each principal investigator has considered alternatives to paintui procedures 

3) . This lacility Is adhering lo the standards and regulations under the Act. and il has re<|uire<l that exceptions to Ihe standards and regulations be spectlied and explained by the 

principal investigator and approved by the tnslilutionai Animal Cate and Use Committee (lACUC). A summary of alt such exceptions is attached to this annual report. In 
addition to idenlilying Ihe tACUC approved exceplinns. this summary inctudes a twiel explanation ol Ihe exceptions, as well as Ihe species and number of animals altected 

4 ) The ol lending veterinarian lor this research taciMly has apfitopiiale authority lo ensure the pruvisiun of adequate veterinary care and lo oversee Ihe adequacy ul other aspects ol 
animal care and use 


CEKTIKICATION HY llEADQU AKTKS UESEAKCM KACII.ITY OKKICI AI, 

(Chier Executive Orflcer or Legally Kcsponaiblc Institutional Orricial) 

t certify rhat itie above is true, rorrect. and ciHitpiele (7 U S C Sncition 2143) 

I DATE SIGNED 


//- 


MKnio runivi /uxj 

(AUG 91) 


cast • - -'EAr'Oo--'Ei=;s 


ruHM ooi, vymr.n IS iHjsuiffie j 



























■".s 'eccr s 'e'^L.iced cy aw (/ ubi- ►-anure :o reccn acccrairg to :re regi^iat.crs 

on 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


•-^cc •unri iLir 

additicnai information 


1. CERTIFICATE NUMBER: 58-R-0035 
CUSTOMER NUMBER: 908 


Florida Atlantic University 
777 Glades Road 
P.O. Box 3091 
Boca Raton, FL 33431 

Telephone: (561) -367-2310 


.»iicf<jger'r/ rteccn ucrtroi No 


FORM APPROVE 
OM8 NO. 0579-0036 



I 


3. REPORTING FACIUTY ( List all locations where animals were housed or used in actual research, testing, or experimentatioh, or held for these purposes. Attach additional sheets if necessary } 


Buildiag Locations: m-lS/j.u/ T-IT''p8-f®&cai’"sS'n^/ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulatiorts 


Number of 
animals being 
bred, 

conditioned, or 
held for use in _ 
teaching, 
testing, 
expenmen ts. 
research, or 
surgery but not y« 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


£• Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANI^tALS 

( COLUMNS 
C + D^-E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Nofv4tuman Primate 


‘ 0. Sheep 



1 1 . Pigs 


ASSURANCE STATEMENTS 


^ ) Professtonaliy acceptable standards governing the care, treatment and use of animals, inctudir>g appropriate use of anestetic, analgesic, end tranquilizirn] drugs, prior to. during, and foilowirrg 
actual research, teaching, testir^, surgery, or experimentation were followed by this research facility. 

2) Each prindpai investigator has cortsklerod alternatives to peintiil procedures. 

3) This facility is adhering to tha standards and regulations under the Act and it has required that excaptions to the standards and regulations ba specified and explained by the principal 
investigator and approved by the Institutional Animal Cars and Usa Committea (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifyirig the 
lACUC-epproved exceptions, this summary includes a brief explanation tha excaptions. as well as the spades and number of antmais affacted. 

4) The attending vetdinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary cars and to oversaa tha adaquacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
( Chief Executive Officer or Legally Reeponsibie Institutional Official ) 


DATE pGNED 

whhi 


{ AUG 91 ) 


r 





















UCf U4 2002 


This repcr. is required by law (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


1. CERTIFICATE NUMBER: 58-R-0037 
CUSTOMER NUMBER: 8218 


Interagenc/ Report ContrcJ No 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Rumbaugh-Goodwin Institute For Cancer Research 
Goodwin Institute For Cancer Research 
1850 N.W. 69th Avenue 
Plantation, FL 33313 

Telephone: (999) -999-9999 




3. REPORTING FACILiTY ( List all locations where anirriais were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Anlntais Covered 
By The Anintal 
Welfare Regulations 


Number of 
animals being 
bred. : 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


NurrOer of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of aporonnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbits 


9. Non-human Primate 


10. Sheep 




1) Profttssiooally acceptable standards governing the care, treatment, and use of ssiimais, irYcluding appropriate use of anestetic. analgesic, and tranquiiizing drugs, prior to, durir^ and fbliowing 
actual research, teaching, testing, surgery, or experimentation ware fotlowed by this research facility. 

2) Each principal investigator has considered aJtemativas to pttnhjl procedures. 

3) This facility is acfftering to the standards ar>d reguiattons under the Act, and it has required that essaptions to the standards and regulations be specified and axpiainad by the principal 
investigator and approved by the Institutional Animal Can and Use Corranittaa (tACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary indudas a brief explanation of the exceptions, as well as the spades and number of animals affaded. 

4) The attending veterinarian for this research fadlity has ap^o^xiate authority to ensure the provision of adequate veterinary cars and to oversee the adequacy of other aspads of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


OAT^IGNEO 




I ivw * wi'MVf f 


( AUG 91 ) 


yi vw I 



































This report is rer ired by law ( '’ USC 2143). Failure to report according to the regulations can S«e reverse side for interagency Report Control No 

result in an order lO cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 018C-DOA-AN 


UNITED states department OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO. 

58-R'0041 909 

FORM APPROVED 

0MB NO. 057S-0036 

2 , HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered 'Atith USDA, 
indude Zip Code) 

MOTE MARINE LABORATORY 

1600 KEN THOMPSON PKWY. 

SARASOTA. FL 34236 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONS (s/fes; 


MOTE MARINE LABORATORY 
SARASOTA. FL 34236 


MOTE MARINE LABORATORY 
SARASOTA, FL, 34236 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FQPM 7023A ) 

A. 

Aninrtals Covered 

By The Animal 

Welfare Regulations 

i 

1 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
irwolving no 
pain, distress, or 
use of pain* 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accorr^anying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

Number of animals upon which teaching, 
experiments, research, surgery or tests were j 

conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons su<di drugs were not used 
must he attached to this report) 

F. 

total NO. 

OF ANIMALS 

(Cols. C ^ 
0+E) 


4. Dogs 


5. Cats 




6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 






10. Sheep 


11. Pigs 


12. Other Farm Animals 











13, Other Animals 


manatee 


whales and dolphins 


manatees 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3 ) This facility is adhering to the standards and regulations urtder the Act, and it has required that exceptions to the standards and regulations be specifted and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summery of U the exoeptione Is attached to this snrtusl report In 
addition to identifying the IACUC*approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C EO. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE 


DATE SIGNED 


0761 19112101 1 19038084105113097101 103121 101 1150500390881 13068045034072 
124106105124124114118102034071109119107106124120114 


1 1/19/2002 


APHIS FORM 7023 
(AUG 91) 


(Repleeee VS FORM ia>23 (Oct 5^, which is obsolete 


PART 1 - HEADQUARTERS 





















This report is rec^-iired by law (7 USC 2K3). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-COA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRim) 


REPORT OP ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY fAttach addilional shaala it necessary or use Ihia tom.) 


1. REGISTRATION NO. CUSTOMER NO. 

58-R*0041 909 

FCFM APPROVED 

0MB NO. 0579-<2036 

2. HEADOUARFERS RESEARCH FACILITY {Name and Appress, as registeraP wrfh USDA ] 

incluPe Zip CoPe) 


MOTE MARINE LABORATORY 

1600 KEN THOMPSON PKWY. 

SARASOTA, R. 34236 



Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoivir>g no 
pain, distress, or 
use of paino 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the pfocedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots, C + 
D-oE) 


doiphins and whales 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and usa of animals, including appropriata use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Z) Each principal investigator has considered alternatives to painful procedures. 

3) This fadiity it adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Caro and Use Committee (lACUC). A summeiy ol afl the exeeptiona ie attached to this annual repoil In 
addition to idantifying the lACUC-approved exceptions, this summery indudes a briaf explanation of the exceptions, aa well as tha spades and number of animals affected. 

4) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional offictal) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

0761191 12101 1 190380841051 13097101103121101 1 15050039088113068045034072 
124106105124124114118102034071 1091191071061241201 14 

DATE SIGNED 

11/19/2002 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 ■ HEADQUARTERS 











^^00 Ken Thompeon Farkwa)/ 

H Saraeota, Florida 34236-1096 USA 

" ^ Phone: (941) 35&-4441 F^x. (941) 366-4312 

AAARINE LABORATORY Internet: irrfo^motc.org • www.motc.or^ 


-TSaCCHl 


NOV 2 5 20112 


Fielq Stations: Florida Keya • 24244 Gvcrseae Highway • SummtfHand Key, FL 33042 • Phone: (305) 745-2729 • Fax: (305) 745-2730 

ChaHotta Harbor • PO. 5ox 2197 • Pincland, FL 33945 • Phone; (239) 263-1622 • Fax; (239) 263-2466 
Mota Aquaculture F^rk • 12300 Fruitviile Road • Saraeota, FL 34240 


November 19, 2002 

Elizabeth Goldentyer, D. V. M. 

U.S. Dep?.rtm.ent of Agriculture 

Animal Care, Eastern Region 

920 Main Campus Drive Ste 200, Unit 3040 

Rj^leiah NP 77A0A 

C?' ' * — 

Reference: Registration Number 58-R-004I, Annual Report 


Dear Dr. Goldentyer, 


1 have submitted the Annual Report electronically this year, but I wanted to further explain the listmg of 
four dolphins and whales on form 7023a. Mote does not regularly hold cetaceans at its facility. However, 
in cooperation with the NtjAA fisheries Service, Mote’s Dolphin and Whale Hospital is involved with the 
rescue and rehabilitation of stranded cetaceans. All care and treatment during the temporary holding of 
these animals follow the guidelines as set forth under the Act. When these emergency medical situations 
arise, holding of ill/injured animals is accomplished utilizing two quarantine pools and a larger 
rehabilitation lagoon. Within the past reporting period, October 1, 2U01 - September 3U, 2002, Mote has 
held four such stranded cetaceans for medical care (MML 0 1 03a, 0222, 0225a, and 0234). 


Sincerely, 




Enclosures 


A nonproRt organization dedicated to excellence in marine sciences and a member of: 

• Amesj:.*w Assosatcn cf MuSE-vs • Asscc-at-cn ce Marne Lascra'Cres cf tvie CAR“gE,*j^ • Flokca Cczan Aua-ce 
• NArcNAi. Asaoc.ArcN of Marjse • 5 ce.ncc and E'^'rcnwe.stal C^onci of Sakasctta County • Sotthew AscOCaticn cf Ma^ne L^ 5^x^TCR^E5 
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Tht^ report is required by Law USC 2143). Failure lo report acccrdlng lo ^ reguleflona 
can 


UNfTED STATES DEPARTMENT OF AGRICULTURE 
animal and plant HEAL'm INSPECTION SERVICE 




W * r OCT3 OtUlW4 •Wi m »v* 

addlboooi information 


919 716 5696 P.02/02 


««» J f 




1. CERTIRCATE NUMBER: 5a-R-0045 
CUSTOMER number: 807 


FORM APf*ROVED 
0MB NO. 0579^36 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRIt^ ) 


Dolphin Research Centec 

n- ri ■ ■ n ■ nr ■ - ^ ^ 


Mx) 


Telephone: (305) -289-0002 


/ ov&rSeas 

SrtisSY'K.tu, H ^ 


3, REPORTING FACUTY (U5ia« locaticnsv»rft«reanlrna»a vwfBfwusad oruwd Inactuaf reaaarw. tflffllnq, grwpcrtmontatfon, orn«Klform«s*pwpos«a. Aa^sn additkanal sneat* If naewaary ) 


FACIUTY LOCATIONS ( SUm ) - Sea Aiachad Uating 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional aheta If waceasarv or use APHiS Form 702SA \ 



Anhnailft Covarod 
ByThaAiifanal 
Welfara RagulatJoni 


Ntirrijerctf 
antmals bdng 
bred, 

conditiofled* or 
hdd for use in 
taaaNng, 
taadng, 
axperfmants, 
research, or 
stjgery but not yd 


Nuniwrof 
anirroia upon 
wTueft (eecning. 
meorch. 

atpanmeiMs, or 
tesla were 
con ducted 
mvdvfftqno 
pain. (fletresB, or 
useof pairh 
rtUeuing dfugs. 


Number of animals 
upon^id) 
ajQerimants, taoebirtg: 
research, surgery, or 
tests were conduaed 
imohMig 

accompanying pain or 
dsireas to (he antmais 
andforvKtilch 
appropriate anesthetic, a 


E. Number of anlfTBls upon which teaching, 
etpenmsrrts, research, surgery or testa were 
conducted involving aeeompanytng psin or dtsireo 
to the antmats and for which tha use of appropriate 
anestheoc, analgesic, or vanquiKzing diugs would 
have adversely affected the procedures, results, or 
Interpretation of the teacnina research, eapedments, 
aurgery, or tests. ( An expianaiion of the prooaduras 
prodvxing pain or datreaa in mesa animals and tho 
reasons suen drugs were not used must be adached to 


TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 

C+D+E) 


4, Dogs 


6. Cuts 



1) Frofroionaly aooaptable standards governing the esra, t r aet m er d , end use of animat^ Indudtng appropriate use of anestadc, anaigesie, and tranguilising drugs, prior lo, during, arvS foiioeKno 
aeaialreaeereh,t e ae f Vng,tee«nft aurgary, or eapertnienndon ware teHowed by this re searc h fBd%. 

2} Each principel i mre M igeSy has oanaidared a i te ma dvea to peirtful procedures. 

3) This tecUKy la adhering to the standards and reguiitions under the Act, end S hut required that axoeptiont to the atendards and regulatlena be ipecKled and ei^leined by ttie prindpa) 
invaadgator end eppreve d by the InaliluUoriel Animel Care end Use CoiminlBee (lACUC). A summary of all aueh axeepdem Is attached to this anreal report h e d aw to I d ad l fying the 
lACUC-approved teeapdona, tNe summary Indudss a brief w^toiakion of the ewaptione, as wel at the apedes and number efanimela affecfedl 



4) The ettandinovetaririarien for this (tweerthfiadlUyheeeppropriereeuihoritymanatje the proMaion of adegueta veterinary care ttid 10 oversee (he adaq^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACnjTY OFFICIAL 
( Chief Executive Oflicer or LagaiV HB$porisi3l6 IrutitutionBl Officii 



SIGNED 

loM/t 


TOTfiL P.02 













See attached *orm for 
additional information 


T 

interagenc/ Report Control 1^.: 


This report is required by law (7 USC 2143). 


Failure to report according to the regulations 


OCT 0 I 2002 


can 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: fS^-R-DOSR 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: 8215 



Bild Animal Hospital 


ANNUAL REPORT OF RESEARCH FACILITY 

2500 Nw 79th St. 


( TYPE OR PRINT ) 

Miami, FL 33147 



Telephone: (999) -999-9999 



(305) 69 1-55 1 1 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets tf necessary ) 


Bild Animal Hospital 
2500 NW 79 Street Miami, 


FACILPTY locations (Sites) • See Atached Listing 

Florida 33147-4932 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessarv or use APHIS Form 7023A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
expenments. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiidng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

1 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

1 

5. Cats 

u 





6. Guinea Pigs 

0 





7. Hamsters 

0 





8. Rabbits 

0 





9. Non-human Primate 

0 





10. Sheep 

0 

■ 




11. Pigs 

0 





12. Other Farm Animals 

0 











13. Other Animals 

0 
























I ASSURANCE STATEMENT 


1 ) Professionaily acceptable standards governing the cars, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, pnor to, during, and following 
actual rasearch, teaching, testing, surgery, or experimentation were fottowed by this research facility. 


2) Each principal investigator has considered alternatives to painfUl procedures. 


3} This facility is adhering to the standanfs and regulations under the Act and it has required that exceptions to the starnlards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptlorts is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a bhef explanation of the exceptions, as welt as the species arxl number of animals affected. 


4) The atterxljr^ veterinarian for this research fadtity has appropriate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Leoailv Resoonsible fnstitutionai OfRdai ) 




S 


ype or Prmt 


DATE SIGNED 




This report is required by law (7 USC 2143). Failure to report according Jo 'he regulations SEP 2 7 2002 


can 


See attached form for 
additional information 


Interagency Report 


Ck>^ 

t Control No.: 


UNH ED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0103 
CUSTOMER NUMBER; 8214 


School Of Nat & Health Science 
1 1300 Ne Second Ave 
Miami Shores, FL 33161 

Telephone: (305) -899-3200 


FORM APPROVED 
0MB NO. 0579-0036 


3 . REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals bang 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 

experiments, teachinq. 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invclslng accorrip3r.yt.ng p.-2in or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

d 

O 

0 

o 

5. Cats 

d 

0 

O 

d 


6. Guinea Pigs 

0 

0 

O 

0 

o 

7. Hamsters 

0 

0 

o 

0 

o 

8. Rabbits 

0 

0 

o 

o 

o 

9. Non-human Primate 

O 

0 

o 

0 

C) 

10. Sheep 

o 

0 

0 

0 

o 

11. Pigs 

0 

0 

0 

0 

a 

12. Other Farm Animals 

n 

0 

0 _ . 


O 



\ 

i 


i 


j 

13. Other Animals 

1 

0 

“5 : 

O 1 

o 

O 

1 

i 

1 




\ 


i 



1 

! 

1 

i 

i 


i 







1} Professionally acceptable standards governing ttie care, treatmenL and usa of animals, including appropriate use of anestetic, analgesic, and tranquiiizing dnjgs, prior to, during, and following 
actual resevch, teaching, testing. Mirgery, or axperimentation were followed by this research facility. 


2} Each prindpal investigator has considared aitamatives to painfut procedures. 

3) This facility is adhering to the standards and regulatiorts under the Act, and it has required that exceptions to the startdards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Cara and Use Committee (iACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spades and number of animals affected. 


4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspeds of animal care and 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





DATE SIGNED 

Ar ( 11 ^ t I v«»w 

1 1 1 iw 




( AUG 91 ) 


































































This 'eocrt is requited by law (7 USC 21*13). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


interagency Report Control No 
013C-0CA-AN 


UNITED states DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

5a*R-0109 


CUSTOMER NO. 

850 


FORM APPROVED 
CMS NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered //rth USDA, 
indude Zip Code) 

MIAMI CHILDREN’S HOSPITAL 

GEORGE E BATCHELOR RESEARCH AND ACADEMIC 

PAVILION 

3196 SW 62ND AVE 
MIAMI. F=L 33155-3098 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAnONS(s/fes) 


MIAMI CHILDREN'S HOSPITAL DEPT OF EDUCATION 
MIAMI, FL 33155-3098 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OP RESEARCH FACILITY (Attach additionai sheets if necessary or use APHfS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
brad, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invoiving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. NumOer of anirruUs upon which teaching, 

experiments, research, surgery or tests were | 

conducted involving accompanying pain or distress i 
to the animals arid for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pah or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F, 

TOTAL NO. 

OF ANIMALS 

(Cols. C -f 

D-f E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. NorvHuman Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered altematives to painful procedures. 

3) This fadflty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of al the exceptions is sllaehed to this annual report In 
addition to iderttifying the IACUC*approved exceptions, this summary indudes a brief explanation of the exceptions, as weH as the spedes and number of animals affected. 

4 ) The attending veterinerian for this research fadltty has appropriate authority to ensure the provision of adequate veterinary care and to oversae the adequacy of other 
aspeds of animal care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tme, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E-0. OR INSTITUTIONAL OFFICIAL (Type or Print) I DAT 


DATE SIGNED 
11 / 12/2002 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


PART 1 - HEADQUARTERS 


















This report is requireC oy law (7 USC 2143), Failure lo report according to the reguiatiQ^ *|" U 1 2002 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU\NT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


(j PdOP See attached form for 

^ additional information 

Interagency Report Control No.; 

1. CERTIFICATE NUMBER: 58-R-0118 

CUSTOMER NUMBER: 970 

FORM APPROVED 

0MB NO. 0579-0036 

Toxin Technology, Inc. 

7165 Curtiss Ave. 

Sarasota, FL 34231 


Telephone: ^^^4^-925-2032 

fv/- 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number cf 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


Number cf 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of patn* 
relieving drugs. 


D. Numbor of arirrols 
upon which 
experiments, leaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animats 
and for which 
appropnate anesthetic, a 


E. Number of ar.irriai’s upon Vrhich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Profossionaily acceptable standards governing the care, treatmem, and use of animats, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or asqaerimentation were fbllawed by this research fadlity. 

2) Each principal investigator has considered attematives to painftji procedures. 

3} This facility is adhering to the standards and ragulatiorts under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investioatar and approved by the Institutional Animal Care and Use Committae (lACUC). A summary of all such sxcsptlons Is attached to this annual report In addition to identifying the 
lACUC-epproved recaptions, this summary indudas a brief explanation of the exceptions, as well as the spedas end number of animals ;^acted. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



( AUG 91 ) 




















See attached form for 
additional information 


This renon .s required by law (7 USC 2143) Failure ;o report according to the regulations V 


Interagency Repon Control 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER; 58-R-01 20 
CUSTOMER NUMBER; 1 QOO 


Orhs Health Sciences Center 
Orhs Health Research Institute 
110 Bonnie Loch Court 
Orlando, FL 32806 

Telephone: (407) -426-9794 


FORM APPROVED 
OMB NO. 0579-0036 



3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILPTY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the anirrtals 
and for which 
approphate anesthetic, a 


E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


0 


0 


o 




1 ) Professior^ly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, «id tranquiiizing c^gs, prior to. during, and following 
actual research, teaching, testina surgery, or expenmentation were followed by this research ^iity. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations undar tha Act, and it has required that exceptions to the standards and regul^ons ba specified and explained by the principal 
investigator ar)d approi^ by the Institutional Animal Cara arxj Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying tha 
lACUC-approved exceptions, this summary indudas a brief explanation of tha exceptions, as well as tha species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Officiai ) 


I DATE SIGNED 






























This report is required by law (7 DSC 2143). Failure to repon according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


1. CERTIFICATE NUMBER: 58-R-0121 
CUSTOMER NUMBER; 1 663 


Interagency Report Contr 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Dumond Conservancy For Primates & Tropic 
P 0 Box 246 
Miami, FL 33170 

NO^ p q 

Telephone: (305) -238-9981 ^ 


2002 


3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


SW MI<WVU ^ PL 32*70 

St • f PL 33 | ^o 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A \ 



Animals Covered 
By The Animal 
Welfare Regulatlorts 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animats 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animats and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non^human Primate 


10. Sheep 



1 ) Professionally acceptable standards governing the care, treatnwit, and use of arnmals. including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by ttiis research facility. 

2) Each i^rKtpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations undar the Act. and it has required that exceptions to the standards and regulations be specified and explained by the fHincipal 
investigator and ^)proved by the tnstitutionai Animal Care and Usa Committee (lACUC). A summary of ail such exceptions is attached to this annual report In addition to identifying the 
lACUC-ap^noved exceptions, this sunvnary indudes a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Oftidal ) 



' DATE SIGNED 

aIov 


'nio rv/r^wi / j 


( AUG 91 ) 

























This report ;S required Dy law (7 DSC 2143) Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
addiUonal infomration 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 58-R-0126 
CUSTOMER NUMBER: 1 796 


Brevard Community College 
Brevard Community College 
1519 Clearlake Road 
Cocoa, FL 32922 

Telephone: (321) -632-1111 


Interagency Report ContrcfNo 


FORM APPROVED 
0MB NO. 0579-0036 


HOV 29 2uij2 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( SMas ) • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necassarv or use APHIS Form 7Q23A \ 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, 
testing, 
expen men ts. 
research, or 
surgery but not yc 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving f>o 
pain, distress, or 
use of pain* 
relieving drugs. 


Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, irx:iudirHl appropriate use of anestetic, analgesic, and tranquilixing drugs, prior to, during, and following 
actual research, teaching. testir>g. surgery, or experimentation were followed by this resevch fadlity. 

2) Each principal investigator has cortsidered alternatives to paaiful procedures. 

3) This facility is adhering to the standards and reflations under the Act. and it has requked that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Irtstitutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifyir^g the 
lACUC-approved exceptions, this summary iridudes a brief explanation of the exceptioru, as welt as the species arvj number of animals affected. 

4) The attending veterinarian for this resa»ch facility has appropriate authority to ensure the provision of adequate veterinary cam and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


DATE SIGNED 


I 11^ f- 

( AUG 91 ) 


« ^IMVf wi IIWI I 1^ 





















ATTACHMENT for Annual Report USDA 


Reporting Facility (List all locations where animals were housed or used in research, 
testing, or experimentation, or held for these purposes*). 

♦Animals at Brevard Community College are utilized for TEACHING purposes only 
the following locations: 

1) Brevard Community College - Cocoa Campus 

Veterinary Technology Building #21 Room #111 
Math and Science Building #7 Room #116 

Fine Arts Building #4 various classrooms 

2) Brevard County SheriflS Ranch Cocoa, FL 


USDP PFHiS PC 


DEC -24-2002 10: 3S 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTW INSPECTION SERVICE 


acdtuoroi inionratjon 


91S 716 5656 P.02/02 




ANNUAL REPORT OF RESEARCH FACILITY 

.(TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 58..R-0127 

CUSTOMER NUMBER: 8985 

FORM approved 
owa NO, csrsocoe 

Everglades Wildlife Sanctuary 

RO. BOX 201 fc Cl , X 

DaniarFfc-33e04 

Telephone: (863) -612-1177 

•-f 

' w 0 /Hq:: 


3, reporting FACiurr ( Ua at locations v^nere animals warn nousad or used In actual resesrcn. teaflng. or awnmcntaHon, or fwd ^or tnase purposes. Afladi addWflnal s^iaets rf necessary } 


FACILITY LOCATIONS ( Sltoe ) - See Aiached listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach addldcnat eheais If necesaarv or um APHIS Form 7023A \ 



Aninuie Covered 
By The Ankml 
Wmifan RagulaUone 


NumBer a^ 
animats being 
bred, 

conciuonad, or 
hdd for use tn' 
ieacmng. 
lastlna 
expcnmenla, 
researefi. or 
surgery but not ye 


Number of 
antmaisupon 
whkft teacninc, 
research, 
experiments, or 
tests v«ra 
conducted 
involving no 
pain, dtstresa. or 
usa of pain> 
redeving drugs. 


Number of animols 
upon wnien 
ex&enrrents, teaching, 
research, surgery, or 
tests were conducted 
involving 

acc^npanyuig pain or 
distress to me animals 
and for which 
approciiate anesffietle. a 


E. Number of anlmaia lioon wnich leaching, 
expenments, research, suigsry or tests were 
conduced involviTig aceompanylng pain or distress 
to me aniinais and for which the use cf appropriate 
anesthetic, aneigesic. or tranouiUzing drugs would 
have adversely affected the procedures, results, or 
inieipretatian of in« taaching, rasearch. experiments, 
surgery, or tests. C An expianaiicn af the procedures 
producing pain or distress in these aiumais and (he 
roauns su&n drugs were not used must be affacted lo 


TOTAL NUMSER 
OP ANtUALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


5. CiuneaPfga 


7. Hamsters 


8. Raooits 


9. Non-human PrimatB 


ia Sheep 


li.Pige 


12 Other Farm Animaje 


1} Profeaalertatty aeeeptebie standards goyeming the earsi tnatment, and use of snimeis, including spprophete use of snoslette, tralgesle. and tnnquilizing druge. prior to, durina and fallowing 
•cual resaar^ taachinQ, twdng» sugary, or SB^erimentadon were fallowed by this msMTcn faoUty. 


2) EaenpnndpaiinveaagaborheaeQnsIdaredaltemadveafQpeinllitprooedures. 

3} TNsfidfftylssdMnottffMstartfartfiandfigutaflGRauiderSiaAccaridShaa/vquIredthataMOspdmtothestandvdsaridregulaaic^ 

Inveedqeror and eiff s w e d by the Institudenal Animal Care and Use Committee (lACUCV A eMnweery of all such neepuone >* sctsefied to CMa snnusi report In ed d l to to identifying 9 m 

UtCUC^pproved safiepUenA tNe summery kttiudaa a brfaf ei^lariaUfin or the sDoeapiioria, M wail aa the spaclas and riunbar of ariimals affadod 



4) Iha aoandkio vaiartnartan tor tnia raaearch tadllty haa appreprlaia authority to snsura tha provIslQn of idsquate votorinary cara end to overaae the adequacy of ether especa of ardmcl care and 


CERTIFICA'nON BY HEADQUARTERS RESEARCH FACIU7Y OFFICIAL 
( Chle^ Executive Oflicer or Lagafty Raaponaibia InsdiudoneJ Oflical ) 





A 4% A AM Wi ■ K e I 


DATE signs: 

/ V 

y 'o 


( aUG S1 ) 


TQTfiL P.02 
















This cepon IS required Dy law (7 USC 2143), Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


1. CERTIFICATE NUMBER: 58-R-0128 
CUSTOMER NUMBER: 9738 


ont/ol No.; 


Interagency Report Cont, 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Lemur Conservation Foundation 
Po Box 249 

Myakka City, FL 34251 

Telephone: (941) 720 t TO t 2 9 200 ? 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 




M Ci 






REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional shMca if necassarv or UM APHIS Form 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not yc 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Nurrdaer of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accorrpanying pain or 
disb-ess to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Norvhuman Primate 


10. Sheep 



1 } Professionally aocaptabia standards govaming the can, treatmanL and usa of animals, including appropriate use of anastatic, analgasic, and tranquilizing dnjgs, prior to, during, and following 
actual research, teaching, tasting, surgery, or axparimentation ware followad by this rasawch factHty. 

2) Each principal investigator has considered altamativas to painftrf procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and recp^iations be spedfiad and explained by the principat 
investigator and approved by the Institutionat Animal Care end Use Committee (lACUC). A summary of all such axcaptlons Is attachad to this annual raport In addition to identifying the 
lACUC-approvad axcaptions, this summary includes a brief explanation of the axMptions, as well as the species and number of animals affected. 

4} The attending vatarinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and 























This repon is required by taw (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


SEP 2 6 2002 


See attached form for 
additional information 


interagency Report CqpUrpI No. 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0129 

FORM APPROVED 

0MB NO. 0579-0036 

CUSTOMER NUMBER: ^ 1 502 


Crotalus, Inc 

2777 Pontiac Loop 

Cottondale, FL 32431 


Telephone: (850) -638-4944 



3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments. 
research, or 
surgery but not ye 


Number of 
animals upon 
which teaching, 
research, 
expehmentc. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIKtALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-buman Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards govemir^g tha care, treatment wj use of artimals. including appropriate use of anastatic, analgesic, and tranquiiizing drugs, prior to. during, arnl following 
actual research, teaching, tasting, surgary, or exparimentation were foliowed by this research facility. 

2) Each principal investig^or haa considered altemativea to pairrftjl procedures. 

3) This fbdlity is adhering to the stwidards and ragulationa under tha Act and it has required that exceptions to tha standards and regulatons be specified and axplainad by the prindpel 
investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report In addition to identifying tha 
lACUC-approvad exceptions, this suonmary indudea a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4) The attendir^ veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspeds of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


riTUTIONAL OFFICIAL ( Type or Print 



















DEC-31-2002 14:22 


U5DA PFHId AC 


919 71b boi»o 


This rtpon It rt^ired ^ law (7 uSC 2143). FaiIvKa 10 reoon 4 <cordln 9 10 m regutsilons can 
ruwll in an arCM' lo cftiia and dM« and 10 &• U4a«c] to 9«naiU«t a« prgvdad (of in Soction 2i5C. 


UNITED 6TATE3 DEPARTMENT QP AG«CULTURH 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


5m r«v«rs« s«oo for 
addlUonat tnfofmauon. 




5a-«-0130 


H NO. 


CUSTOMER NO. 
15AS7 


intartgane/ RepcH Cont/oi No 
0I8CMXDA.AN 


FORM APPROVED 
OM8 NO. 0573-0036 




ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRim) /am n r ... 


'JAN 0 6 


2. HCAOQUARTERa RESEARCH FACtUTT (N^m^ and AOOrati, as mgiltffPd with USCA. 
induda ZId Coca) 

HARBOR BRANCH OCEANOGRAPHIC INSTITUTE 
560(5 US 1 NORTH 
FT PISRCE, FL 34864 
{661)486-2400 


s. R^ORJtNQ rACcmr (Usi a4 tooHoni voters animsis mts houMd or us«d tn oouRi roMtfCP. tactina tMcmoQ. or tcporimtornion. or rttd lor ih«m oun»6«s. Atacn aOdlEonti 
mMis ntcauaiy.) 


FAOUTY LCCATIOHVPilta; 






AjoriA • f-L 




OP ANIMAUS USED BY OR UNOCII OONmOL Of RESCARCH PACMJTY (AMadt adWlBnM RlMfO PfTMf SM/y or t/M AFMiS FORM 70234 } 


B. Nurtbofo# 
anamte tMing 
bred, 

ceeBSened, or 
held tor mem 


C. Number or 
ardmilsuaen 
eAicfi (oichina 

WPWWTVnVa Or 


0 . Number or sAimeie upon 
vvNch eiQiflmenis, 
icechino, re ii er tft . 
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